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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 04564 111248Z 

46 

ACTION EUR- 12 

INFO OCT-01 NEA-10 ISO-OO EB-07 /030W 

130201 

R 111216Z JUN 75 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 9546 
AMEMBASSY BRUSSELS 
AMEMBASSY BEIRUT 
AMCONSUL ISTANBUL 

UNCLAS ANKARA 4564 

E.O. 11652: NA 
TAGS: BTIO 

SUBJ: FOREGIN GOVT TENDER: PREQUALIFICATION FOR ALTINKAYA 
AND DERBENT DAMS AND HYDROELECTRIC POWER PLANTS FINAL DESIGN 

REF A) ANKARA A-64; B) ANKARA 8678, 1 1/2/73 

BEIRUT FOR RTDC 

1. 489/01TO145 

2. 061175 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A. WRITE TO~ 

6B. ~ 

6C. DEVLET SU ISLERI GENEL MUDURLUGU (DSI) 

BARAJLAR VE HIDROELEKTRIK SANTRALLAR DAIRESI BASKANLIGI 

INONU BULVARI 

YUCETEPE - ANKARA - TURKEY 

7. - 

8.081575 

9. 201 

10. 9922299 VALUE NOT KNOWN. STATE 
HYDRAULIC WORKS DEPTARMENT (DSI) 

INVITES FIRMS (OPERATING IN JOINT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 04564 111248Z 

VENTURES WITH TURKISH ENGINEERING FIRMS OR GROUP OF FIRMS) 
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FOR PREQUALIFICATION APPLICATIONS TO COVER CONSULTING AND 
ENGINEERING SERVICES FOR FINAL DESIGNS OF ALTINKAYA AND DERBENT 
DAMS AND HYDROELECTRIC POWER PLANTS TO BE CONSTRUCTED ON 
KIZILIRMAK RIVER. THE PROJECT WILL COVER: 

A. ALTINKAYA: APROX 190 METERS HIGH CONCRETE ARCH-TYPE AND 
700,000 KW INSTALLED POWER HPP. LOCTION: 27 KM SOUTH OF BAFRA. 

B. DERBENT: APROX 34 METERS HIGH ROCK FILL AND 56,000 
KW INSTALLED POWER HPP. LOCATION: 19 KM DOWNSTREAM OF 
ALTINKAYA DAM. 

1 1 . INTERESTED JOINT VENTURES ARE REUQESTED TO FILE PRE- 
QUALIFICATION APPLICATION COMPLETE WITH INTRODUCTORY DOCUMENTS AND 
DATA INCLUDING DETAILED INFORMATION ABOUT PRESENTLY AND PREVIOUSLY 
HANDLED WORK AND BIOGRAPHICAL DATA ON THE TECHNICAL PERSONNEL 
EMPLOYED. DSI HAD ORIGINALLY INVITED INTERESTED FIRMS (AS 
REPORTED BY REF B FOR PREQUALIFICATION BY JANUARY 12, 1874 
FOR PROJECT DESIGNS FOR THE SAME PROJECT. KAISER, BECHTEL, 

ECI, CHAS. T. MAIN INTERNATIONAL AND HARZA HAD PARTICIPATED. 

USDOC MAY WISH TO ALERT THOSE FIRMS AGAIN WHO HAD PARTICIPATED 
IN PREVIOUS PREQUALIFCATION BIDDING. 

BERGUS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ANKARA04564 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750203-0716 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750658/aaaacayi.tel 

Line Count: 84 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 ANKARA A-64, 75 ANKARA 8678, 75 1 1/2/73 

Review Action: RELEASED, APPROVED 

Review Authority: greeneet 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 FEB 2003 by PhilliR0>; APPROVED <09 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREGIN GOVT TENDER: PREQUALIFICATION FOR ALTINKAYA AND DERBENT DAMS AND HYDROELECTRIC POWER PLANTS 

FINAL DESIGN 

TAGS: BTIO 

To: COM 

Type: TE 
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